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The yellow crocus and the winter aconite are now in bloom in the Fine Arts 
Garden located in front of the South Entrance of The Cleveland Museiai of Art. The 
Superintendent of Grounds and Gardens at the Museum, Mr. Malcolm Martin has disclosed 
this information. 
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